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SIGET-02 SCEL personnel and Work Loan Statlatloa Report 

Dir of Intel, GSUSA X OCSigO, Engr & Tech Dir 12 Apr 1949 
Attn: Chief, A ray Security Ext 6828 ' 

Agency, Arlington Ball 
Station, Va. (Mr. /Friedman) 
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1. In accordance with our recent conversation there is transmitted 
herewith a copy of the "Personnel and Work Load Statistlca N of SCEL for 
February 1949. I believe the information you wanted can be found on 
page 4. 

2. I would appreciate the return of this document after it has served 
its purpose, since this is our only file copy. 

FOR THE CHIEF SIGNAL OFFICER: 
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Personnel & Work Load 
Statistics, SCEL, Feb. 
1949 


OLIVER I. LEWIS, Chief Engineer 
Engineering & Technical Division 


Chief Signal Officer 
ATTN: Engr & Tech Div 


CSGID-ASA 


19 a PR 1949 


COMMENT NO. 2 
Mr. Friedman Ext 215 


1. Returned herewith. 

2. The loan of the document is much appreciated. 
FOR THE DIRECTOR OF INTELLIGENCE: 


1 Incl 
n/c 


CKArriS II. KISER 
It. Colo:--el, Signal Corps 
Acting Deputy Chief 
Army Security Agency 
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' Declassified and approved for release bvNSA on 05-30-2014 pursuant to E.Q. 13529 





